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-1/-2 HYDRAULIC CYLINDERS [eves ITA HL 


10/4/17 ADDED -2 
7/16/19 ADDED -3 


ACCEPTED VENDORS: 
BAILEY HYDRAULICS 
2527 WESTCOTT BLVD. 
KNOXVILLE, TN. 37931 
800-800-1810 


OPERATING PRESSURE: 3000psi. 
FINISH: GLOSS BLACK PAINT. 


9/16-18 UNF 
2x 


MANUFACTURER PART NO.| STROKE |BODY LENGTH "X"| COMPRESSED LENGTH "Y" | EXTENDED LENGTH "Z" 
400-502 8 14 14 22 


400-504 12 16 18 30 -2 CYLIN DER SHOWN 
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-3 HYDRAULIC CYLINDER 


ACCEPTED VENDORS: 

MOTION FLOW CONTROL PRODUCTS, INC. 
834 S.E. FRONTAGE ROAD 

FORT COLLINS, CO 80524 

970.221.8008 


MANUFACTURER: 
PARKER HANNIFIN CORP. 
CYLINDER DIVISION 

DES PLAINES, IL 60016 


NOTES 

MFG P/N: 1.50SBRDHBT419A12.000 

BORE: 1.5 IN 

STROKE: 12.0 IN 

NOMINAL PRESSURE: 3000 PSI 

SEALS: LOW TEMPERATURE (CLASS 4), -45°C (-50°F) TO 65°C (150°F) WITH ROD WIPER 

MATERIALS: BODY - CARBON STEEL 
ROD - CARBON STEEL, CASE HARDENED AND HARD CHROME PLATED 
HEAD - DUCTILE IRON 
PISTON - DUCTILE IRON 

FINISH: GLOSS BLACK ENAMEL 


7/16-20 UNF - 2B V .75 
YY G.42 X 90° 


0.50 WRENCH FLATS 
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